ST.  JUDE  CHAPEL— INFORMATION  CENTER 

1521  Main  Street,  Dallas,  Texas  75201 

This  beautiful  and  inspirational  chapel,  located  in 
downtown  Dallas,  is  open  to  everyone  for  prayer 
and  meditation  from  9  to  5  during  the  week.  Mass 
is  offered  on  weekdays  at  12:10  p.m.;  on  Sunday 
at  9:30  a.m. 
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Photo  by  Mildred  Murphree 
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